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ACTION AF-10 

INFO OCT-01 ISO-OO PASS-00 PM-05 /016W 

073638 131259Z/45 

R 131056Z SEP 77 
FM AMEMBASSY LIBREVILLE 
TO SECSTATE WASHDC 9976 

UNCLAS LIBREVILLE 2347 
E.O.l 1652: N/A 
TAGS: MILI GB 

SUBJECT: PATROL BOAT NGUENE ENGINE REPARIS 

TO: DETROIT DIESEL 
DETROIT, MICHIGAN 
TELEX NO: 810221-1649 

FOR: W.R. MURNIN 

1 . BELOW ARE COMMANDANT FERET'S REPLYS TO THE QUESTIONS 
OF YOUR AUGUST 29 CABLE: 

2. Q.: TO WHAT EXTENT WERE THE INJECTORS DISASSEMBLED 
FOR CLEANING? 

A. L'ELEVATION GENERALISEE DES TEMPERATURES D'ECHAPPEMENT 
COLT .FCTF.I IRS PORTES AU ROUGE, AINSI QUE L'EMISSION DE 
FIIMFF. NOIRE NOUS ONT CONDUIT A CONTROLER L'ETAT DES 
INJECTEURS-POMPES. 

3. Q.: WHAT TESTS WERE MADE ON THEM PRIOR TO REINSTALLA- 
TION? 

A. REVISION EN ATELIER PAR SPECIALISTE; SUR CHAQUE 
INJECTEUR ONT ETE CHANGES: 

- PISTON ET FOURREAU 

- BUSE ET AIGUILLE 

L ATELIER A ENSUITE PROCEDE A DES ESSAIS DE TARAGE ET DE 
PULVERISATION. 
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4. Q.: WAS THE PORT ENGINE OVERHEATING? WHAT TEMPERA- 
TURE? 

A. L'ABSENCE DE PYROMETRE SUR L'ECHAPPEMENT NOUS 
EMPECHE DE SAVOIR AVEC PRECISION LA TEMPERATURE DE 
SURCHAUFFE DU COLLF.CTF.1IR- LA FONTE EST PORTEE AU ROUGE. 
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5. Q.: HAS THE HEAT EXCHANGER CORE BEEN CLEANED? 

A. NON 

6. Q.: WHAT IS WATER PRESSURE AT OUTLET OF RAW WATER 
PUMP? 

A. L'ABSENCE DE MANOMETRE SUR LA SORTIE D'EAU DE LA 
POMPE M'EMPECHE DE VOUS EN COMMUNIQUER LA PRESSION. 
CONTRE LA TEMPERATURE DE L'EAU EST DE 75 (SEVENTY FIVE) 
DEGRES CENTIGRADES. 

7. HOPE THIS INFORMATION WILL HELP FACILITATE NGUENE 
ENGINE REPAIRS. YATES 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 
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